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RURAL  ELECTRIFICATION  ADMINISTRATION 

PROGRESS  BULLETIN  January  10,  1938 

GENERAL  - NO.  35. 


REA  today  announced  the  following  allotments: 


MISSOURI  19  BOONE 

Boone  County  Cooperative 

Electric  Association 

Columbia,  Missouri 

(P.  H.  Henderson,  President) 


Additional  allotment  of  $9,000  to  complete  the 
project  and  to  defray  certain  expenses  connected 
with  the  initial  operations  of  the  project  which 
cannot  be  covered  by  the  construction  loan. 

This  makes  a total  of  $158,500  allotted  to  date 
to  build  151  miles  of  line  to  serve  about  551 
customers  in  Boone  and  Callaway  Counties;  $3,500 
of  this  amount  has  been  allotted,  to  finance 
house  wiring  and  plumbing  installations. 


TENNESSEE  19  RUTHERFORD 
Middle  Tennessee  Electric 
Membership  Corporation 
Murfreesboro , Tennessee 
(K.  T.  Hutchinson,  President) 


Additional  allotment  of  $50,000  to  build  approx- 
imately 46  miles  of  line  to  serve  about  158 
customers  in  Rutherford,  Wilson,  Trousdale  and 
Smith  Counties.  This  makes  a total  of  $334,000 
allotted  to  the  project  to  date.  The  source  of 
■cower  is  TVA  at  TYA  rates. 


WASHINGTON  9 SAN  JUAN 

Orcas  Fewer  and  Light 
Company, 

East  Sound,  Washington 

(C.  S.  Gorard,  Project  Supt.) 


Additional  allotment  of  $33,000  to  complete  the 
project  and  to  defray  certain  expenses  connected 
with  the  initial  operations  of  the  project  which 
cannot  be  covered  by  the  construction  loan.  This 
allotment  is  contingent  upon  certain  minimum 
bill  guarantees  and  house  wiring  accomplishments' 
on  the  part  of  the  rrospcctivu  customers  on  the  • 
lines.  This  makes  a total  of  $120,000  allotted 
to  the  project  to  date  to  build  70  miles  of  line 
to  serve  about  200  customers  in  Orcas  Island 
and  San  Juan  Counties. 


WASHINGTON  14  KING 
Mutual  Power  and  Light 
Association  of  Tanner, 
North  Bond,  Washington 
(j.  M.  Finley,  President) 


Additional  allotment  of  $3,000  to  complete  the 
project  and  to  defray  certain  expenses  connected 
with  the  initial  operations  of  the  project  which 
cannot  be  covered  by  the  construction  loan. 

This  makes  a total  of  $2.2,200  allotted  to  the 
project  to  date  to  build  13  miles  of  line  in 
King  County. 


(FOR  WIRING) 


GEORGIA  53  LAMAR 
Central  Georgia  Electric 
Momibershit)  Corn., 

Jackson,  Georgia 

(M.  0.  McCord,  Project  Supt.) 


Allotment  of  $5,000  to  finance  house  wiring  and 
plumbing  installations  for  about  100  customers. 
The  project  previously  has  been  allotted  $202,000 
to  build  202  miles  of  lino  in  Spaulding,  Butts, 
Lamar,  .Jasper  end  Monroe  Counties. 


IOWA  27  BUENA  VISTA 
Buena  Vista  County  Rural 
Electric  Cooperative 
Storm  Lake,  Iowa 

(Mr.  Miles  Nelson,  Froject  Supt.) 


Allotment  of  $10,000  to  finance  house  wiring  and 
plumbing  installations  for  about  100  customers. 
The  project  previously  has  been  allotted  $800,000 
to  build  about  183  miles  of  line  in  Buena  Vista, 
Clay,  Cherokee,  Pocahontas  and  Sac  Counties. 
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LOUISIANA  9 LAFAYETTE 
Southwest  Louisiana  Llcctric 
Membership  Corn., 

Lafayette,  Louisiana 
( Harry  3 . Bowl es , Project  Sup t . ) 

LI  PULS  OTA  34  STEAENS 
Stearns  County  Cooperative 
Elec.  , 

St.  Cloud,  Minnesota 
( Chrys  ?.  Stall erger , 

Pr o j c c t Sup crintendcnt) 

MISSISSIPPI  22  LLLKE 
Central  Llcctric  Power 
Association, 

Carthage,  Mississippi 

(E.  T.  Thames,  Project  Supt.) 

NEBR-SXA  4.75  POLK 

Polk  County  Sural  Puhlic 
Power  District 
Stromsburg,  Nebraska 
( Gus  t af  E . Eks  t r and , 

Project  Superintendent) 

NEBRASKA  49  HOWARD 
Howard  County  Sural  Public 
Power  District 
St.  Paul,  Nebraska 
(damps  II.  Pisher,  Jr.  , 

Project  Superintendent) 


Allotment. of  $15,000  to  finance  house  wiring 
and  plumbing  installations  for  about  250 
customers.  The  project  previously  has  been 
allotted. $420 ,000  to  build  45o  miles  of  line 
in  Lafayette,  St.  Martin,  Acadia  and  St.  Landry 
Counties . 

Allotment. of  $10,000  to  finance  house  wiring 
and  plumbing' installations  for  about  100 
customers.  The  project  previously  has  been 
allotted  $150,000  to  build  144  miles  of  line 
in  Stearns,  Todd  Counties. 


Allotment  of  $15,000  to  finance  house  wiring 
and  plumbing  installations  for  about  200 
customers.  The  project  previously  has  been 
allotted  $115,000  to  build  121  miles  of  line 
in  Leake,  Neshoba,  Scott,  Newton  and  Attala 
Counties . 

Allotment  of  $5,000  to  finance  house  wiring 
and  plumbing  installations  for  about  50 
customers.  The  project  previously  has  been 
allotted  $5,000  to  provide  for  wiring  and 
plumbing  loan  to  take  care  of  about  50  customers, 
as  well  as  $367,500  to  build  350  miles  of  line 
in  Folk,  Butler,  Hamilton  and  York  Counties. 

Allotment  of  $25,000  to  finance  house  wiring 
and  plumbing  installations  for  about  250 
customers.  The  project  previously  has  been 
allotted  $400,000  to  build  393  miles  of  line 
in  Howard  and  Hall  Counties. 


